Summer 1976 
(Issue 38 - 10/09/1976) 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Routledge J.D 
Chief Eng Officer Willoughby R.S 








Chief Officer Morris D.J.M 2nd Eng Officer Firth M 
2nd Officer Kenyon P.R.H 3rd Eng Officer Smith J.M 
3rd Officer Ringrose I.G 4th Eng Officer Inman J.R 
Deck Cadet Backes N 5th Eng Officer Sillars R.M 
Deck Cadet Wheatley A Jnr Eng Officer Twemlow A.J 
Radio Officer Rigg M.A Engineer Cadet Hoyle J.A 
Purser Kimberley D Electrical Officer Ward C.A 
C.P.0 Nicholas D.F 
Serang (Deck) Towas S 
Serang (Engine) Babu G.C 
Cook TajM 
Storekeeper Manuel J 
Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 
Captain Gavin J.S 
Chief Eng Officer Chalker P 
Chief Officer Williams J.B 2nd Eng Officer McConnell R.J 
2nd Officer Scrimgour P 3rd Eng Officer Hartley M.R.W 
Ext 3rd Officer Sheldon R.J 3rd Eng Officer Mitchell D.A 
Deck Cadet Hollis D.J 4th Eng Officer Elliot A.K 
Radio Officer Barling G 5th Eng Officer Corcoran F.M 
Purser Levell R Jnr Eng Officer Johnson H.C 


C.P.O 
Carpenter 
Pumpman 

Cook 

Storekeeper 


Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Hale D.J 
Taylor H.J 
Nichol E 
Smith R 
Kelly J 





Powell A.K 
Fenton A.S 
Duncan P.W 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Saunders P 
Chief Eng Officer Collins R.H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Blacker K.G 2nd Eng Officer Suddick A.C 
Robinson M.G.E 3rd Eng Officer Oen N.M 
Hodgson R 4th Eng Officer Hulme K 
Browne D.G Electrical Officer Lovely J.W 
Winder L.G.C 

Knight G.C 

Whitefoot-Greenland T. 


C.P.0 HungL.S 
Carpenter TaiL 
Cook Fuk L.W 
Leading Steward Pak C.C 


Canadian Bridge 
Bulk Carrier - 117,000 d.w.t. 


Captain King M.G 
Chief Eng Officer Fawcus F 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Hardy P.S 2nd Eng Officer Curtis L.F 
Jenkinson D 3rd Eng Officer Mounsdon M.R 
Leighton T 4th Eng Officer Pritchard S.L 
Fraser G.J 5th Eng Officer Sowerbutts M.T 
Kitchen N.P Ext 5th Eng Officer Stephenson M 
Stanway P Jnr Eng Officer Black A.E 
Hamer E.P Electrical Officer Dixon R 


C.P.0 Hughes M 
Carpenter Walton J 
Cook Whelan H 

Storekeeper Dodgson P 





Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Weir R 
Chief Eng Officer Whitaker J 





Chief Officer Allison J.K 2nd Eng Officer Higgins J 
2nd Officer Williams P.G 3rd Eng Officer Gardener N.F 
3rd Officer Joy P.T 4th Eng Officer Barklie M.M 
Deck Cadet Smith A.G Electrical Officer Evans S 


Deck Cadet Havery D.M 
Radio Officer Ormrod W.R 
Purser Chadwick D.H 
C.P.0 Ming S.Y 
Carpenter Yau C 
Cook TOY.S 
Leading Steward Shing L.P 


Dart America 
Container - 28,488 d.w.t. 


Captain Hine D 
Chief Eng Officer Green H 





Chief Officer Gledhill S,H 2nd Eng Officer Ratcliffe R 
2nd Officer Laurence C.A 3rd Eng Officer McKellar W.W 
Ext 2nd Officer Tyler J.G.B 4th Eng Officer O'Donnell T.P 
Radio Officer Fell A.E 5th Eng Officer Longbone D.E 
Purser Mitchell N.J Cadet Act Jnr Eng Officer Talbot D 


Electrical Officer Brown J.K 
Bosun Jones H 
Cook Cotton R.A 
Storekeeper Porter A 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Butler M.J 
Chief Eng Officer Crowe W 


2nd Eng Officer Currie 1.S 
3rd Eng Officer Agnes G 
4th Eng Officer Williams G.J 
5th Eng Officer Spivey S.J 
Jnr Eng Officer Price R.G 
Senior Elect Officer Ritchie R.S 
Bosun Garland M. 
Cook Pearce | 
Storekeeper Hobden M 





Chief Officer Brown D.M 
2nd Officer Ogden R.P 
Ext 2nd Officer Kinkead P.W.A 
Radio Officer Urquhart |.G 

Purser Robinson T 





Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain Donnellan M.T 
Chief Eng Officer Twamley D.G 





Chief Officer Addinall J 2nd Eng Officer Bauchop L.D 
2nd Officer Baker A.R Cargo Engineer Powell R 
Deck Cadet Hargreaves W.J.M 3rd Eng Officer Green R.D 
Deck Cadet Slade C.J 3rd Eng Officer Currid J.P 
Radio Officer Goulbourne M.E 4th Eng Officer Horn J.S 
Purser Mackenzie A 5th Eng Officer Humphreys R.J 
Jnr Eng Officer Davies M.F 


Jnr Eng Officer Gaunt K.T 
Electrical Officer Kennedy A 
Trainee Elect Officer Robbins K 
C.P.O0 Dick J.C 
Cook Edwards A 
Storekeeper Bond R 





English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 


Captain Reeves M.M 
Chief Eng Officer Marsh N 





Staff Captain Preshaw A.G 2nd Eng Officer Lindsay W.P 
Chief Officer Farrand P 3rd Eng Officer Jones D.H 
1st Officer Sullivan L.M 4th Eng Officer Roberts S.L 
2nd Officer Chmiel F.A Ext 4th Eng Officer Haggerston A 
Ext 2nd Officer Townend R.| 5th Eng Officer McDonald B.J 
Deck Cadet McGrath D.M Ext 5th Eng Officer Eastwood S 
Deck Cadet Grace J.J Cadet Act Jnr Eng Officer Miliken-Brown W 
Radio Officer Foley B.J Senior Elect Officer Lewis D.S 


Purser Stacey R.L 
C.P.0 Campbell A 
Carpenter Preston A.G 
Pumpman Kirkland D.J 
Cook Fleetwood T 
Storekeeper Alpine J.C 





Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain Owen H.R 
Chief Eng Officer Smith M.D 





Chief Officer Middleton R.C 2nd Eng Officer Stevenson G.B 
2nd Officer Southby M Cargo Engineer Hotham K 
3rd Officer Dunlop N.M Ext 3rd Eng Officer Webster A.D.C 
Deck Cadet Head G.R 4th Eng Officer Locke H.G 
Deck Cadet Greenall C.E 5th Eng Officer Steel E.P 
Radio Officer Harding J.E Ext 5th Eng Officer Carter A.P 
Purser Thompson P Jnr Eng Officer Hudson S 


Senior Elect Officer Chedotal F.J 
C.P.0 Lloyd E.M 
Cook Traynor F 
Storekeeper Kelly A.E 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Miller K.D 


Chief Eng Officer Brown L.G 











Chief Officer McKenna F.D 2nd Eng Officer Clark J.D 
2nd Officer Tauro F.F 3rd Eng Officer Pawson B.S 
3rd Officer McNaught | 4th Eng Officer McFadden J.P 
Deck Cadet Chapman J.K Engineer Cadet Hunt W.L 
Deck Cadet Bindon P.J Engineer Cadet Emmins C 
Deck Cadet Burnett A.D Engineer Cadet Errington C 

Radio Officer Whitton R.E 

Purser Maskell T 
C.P.0 Clark F.R 
Serang (Deck) Dey S.R 
Serang (Engine) Gupta P.R.D 
Cook D'Gomes L 
Storekeeper GhaffarA 
Lancashire IV 
General Cargo - 16,707 d.w.t. 
Captain HudsonA 
Chief Eng Officer MacFarlane A 

Chief Officer Milton W.R.F 2nd Eng Officer Roberts D 
2nd Officer Nyunt M.T 3rd Eng Officer Trigg A 
3rd Officer Christopherson P 4th Eng Officer Wilkins A.D 
Deck Cadet Gilbert J.L 5th Eng Officer Seddon A.J 
Deck Cadet Yeatman C.J Engineer Cadet Quirk R.J 
Deck Cadet Holden G.R Engineer Cadet Rogers G 

Deck Cadet Hosick L.G Electrical Officer Simpson J.G 
Radio Officer Hay |.D 
Purser McNeil R 


C.P.O 

Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Tregidgo A.J 
Hug S.K.S 


SenS 
Aziz A 
Elias M 





Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Wicks C 
Chief Eng Officer Crook W 








Chief Officer Corcoran J.A 2nd Eng Officer Burden J.S 
1st Officer Lambie |.M.B 3rd Eng Officer Van Bergen J.J 
2nd Officer Poynder A.J.L 4th Eng Officer Edmunds A.N 
3rd Officer Southward J Ext 4th Eng Officer Hutchinson G 
Deck Cadet Cooke R.F 5th Eng Officer Lancaster P.J 
Deck Cadet Brading T.M Cadet Act Jnr Eng Officer Grattidge A.P 
Radio Officer Ferry W.J Electrical Officer Brown G 
Purser While F 
C.P.0 Schofield R.T 
Cook Dawe H 
Storekeeper Ball J.H 
Liverpool Bridge 
Oil/Bulk/Ore Carrier - 169,080 d.w.t. 
(ex Derbyshire II) 
Captain Davies W.A.D 
Chief Eng Officer Hansen F.G 
Chief Officer Wright L.M 2nd Eng Officer Lamont J.D 
2nd Officer Knowles R.J.P 3rd Eng Officer Selby C.G 
Ext 2nd Officer Carroll M.l.J Ext 3rd Eng Officer Mcmahon A 
3rd Officer Taylor R.W Ext 3rd Eng Officer Coltman L.T.M 
Deck Cadet Box D.G 5th Eng Officer Nesbitt D 
Radio Officer Pardoe T.R Ext 5th Eng Officer Neeves K.D 
Purser Walker R.S Jnr Eng Officer Coulson G.A 
Cadet Act Jnr Eng Officer Middleton S.J 
Electrical Officer McRae A 
C.P.0 Lord G.W 
Carpenter Glynn K 
Pumpman Puckett T.A 
Cook Frapwell K.G 


Storekeeper Butterworth T 


Mersey Bridge 
Bulk Carrier - 71,600 d.w.t. 
(ex Cambridgshire) 


Captain Waldie J.W 
Chief Eng Officer Baker | 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Keenan D.A 
Gibson H.N 
Jeffrey R.C 
Burslem D.L 
McLaughlin T.F 
Janes J.H 
Oates J.W 
C.P.O 
Carpenter 
Pumpman 
Cook 
Storekeeper 


Cadet Act Jnr Eng Officer 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 


Byrne P 
Taylor R.B 
Keenan K.M 
Irvine J 
Oulton A 
Electrical Officer Kelly R.W 
Mukherjee K.R 

Pestell B 

Biswas D.K 

Bux A 

Chakraborty A.K 





Ocean Bridge 
Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Jones P 
Anderson P 
Best J.W.R 
Nixon G.S 
Taylor D.A 
Nield R.T 
Armishaw R.D 
Heaslip G 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Pumpman 

Cook 
Storekeeper 


Cadet Act Jnr Eng Officer 


Captain Underhill G.V 
Chief Eng Officer McCarthy J.S 


2nd Eng Officer Hartharn P.J 
3rd Eng Officer Bell R.C 
4th Eng Officer Potter D.A 
5th Eng Officer Britton M.A 
Ext 5th Eng Officer Hughes J.H 
Engineer Cadet Kendall R 
Engineer Cadet Killen J.C.J 
Garbutt W.N 
Electrical Officer Parkin N.J 
O'Neill J.E.J 
Dey P.K 
Das B.K 
O'Hara J.E 
Rahman H 
Rakiz G 





Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Arthur K 
Chief Eng Officer Jones R.M 





Robins M.R 
Hodgkinson J.H 
Aindow J.A 
Fanciulli M.J 
Madell K.R 
Connolly D 
Phillips R 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


2nd Eng Officer Turner W.G 

3rd Eng Officer Altree N 

4th Eng Officer Findlay K.W 
Electrical Officer Meacock R.N 


C.P.0 Sum W,P 


Carpenter 


Mui K 


Cook Shing T.S 


Leading Steward 


Ping Y.Y 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Clayton D.R 
Chief Eng Officer Vick B 





Brown P.A 
Ashton J.M 
Mortensen A.R 
Hume M.S 
Haigh R.A 
Murtagh S.K 
Gunn J.S 
Howard P.R 
Moorhouse F 
Grey R.W 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 

Carpenter 

Serang (Deck) 

Serang (Engine) 

Cook 

Storekeeper 


3rd Eng Officer Austen S.J.S 
4th Eng Officer O'Connell D.N 
Engineer Cadet Whitten S.J 


Cadet Act Jnr Eng Officer McAlpine G 


Senior Elect Officer Shaw P.H 


Miller A.J 
Dey H 
Roy M 
Sing D 
Hussain M 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Chief Eng Officer Kelly P.A 





Chief Officer Edwards R.A.F 3rd Eng Officer Bullen M.C 
Deck Cadet King B.J 4th Eng Officer Cretney A.L 
Deck Cadet Molloy G.J Jnr Eng Officer Mercer J.E 
Deck Cadet Harvey S Electrical Officer McGarrigle K.J 

Yorkshire IV 


Oil Tanker - 110,964 d.w.t. 


Captain Carlise H.E 
Chief Eng Officer Ashcroft T.S 





Chief Officer Earle G.J 2nd Eng Officer Hutton R.A 
1st Officer Bayliss F.A 3rd Eng Officer Bell W.C 
2nd Officer McClure S.A 4th Eng Officer Pickup R.W 
Ext 2nd Officer Holcombe B Jnr Eng Officer Hayes S.G 
Deck Cadet Gray N Cadet Act Jnr Eng Officer Jones R.C 
Deck Cadet Milligan J.M Senior Elect Officer Lane T 


Radio Officer Hughes R.R 
Purser Reed A 
C.P.0 Ming C.H 
Pumpman PuiF.S 
Cook YanW.C 
Storekeeper Shing L.S 
Leading Steward Kong T.K 


